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E6LA>~6336> dated 17 November 1953 (*FRAKK - AJipha) 

Friedrich XXKX FRANK torn 4 February 1909 in Buschdorf, RSHA during 

war; lived in Germany under falBe name until 1952, now being denazified* Besides 


Nainas chaff bei Aschaffenburg. To augment U/M’s CE staff. Personal acquaintance 


« of the 40 staff who recently came from GY L and who is currently 
serving as case officer on several i)/A cases , notably UJ Drollery 16.; 




PULL 7893 (IN 43530) dated 5 Hay 1953 (*K0HLER) 

»VT,ATT<yT?n» gjhn-hprl that he gets "everything" from the Security 


Group, a contact to which is "FRIBSEIT", 
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